38      DOCKETED ITEMS

9005220241 Forwards Requalification Exam Rept 50-250/OL-90-02 for Units 1 & 2
during wks of 900326 & 0402.

PEEBLES.T.A. Region 2, Ofc of the Director. 90/05/11. GOLDBERG.J.H. Florida
Power & Light Co. 2pp. 53894:081-53894:186.

-9005220246 Exam Rept 50-250/OL-90-02 for Units 3 & 4 administered during wks of
900326 & 0402.Exam results:all four reactor operators passed & 10 of 12 senior reac-
tor operators passed exam.

ERNSTES.M.E. Region 2, Ofc of the Director. 90/05/09. 104pp. 53894:083-
53894:186.

9005180001 NRC Info Notice 90-036, "Apparent Falsification of State of CT Weight
Certificates." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 99pp. 53928:001-53928:099.

9005180095 NRC Info Notice 90-037, "Sheared Pinion Gear-to-Shaft Keys in Limitorque
Motor Actuators." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 103pp. 53903:278-53904:020.

R. Periodic operating reports & related correspondence

9005010252 Forwards select sys assessment progress summary for Mar 1990,per
860812 order.

HARRIS.K.N. Florida Power & Light Co. 90/04/27. Document Control Branch (Docu-
ment Control Desk). 2pp. 53669:098-53669:099.

9005180076 Monthly operating repts for Apr 1990 for Turkey Point.Units 2 & 3.W/
900515 Itr.

BONETT.D.M., HARRIS.K.N. Florida Power & Light Co. 90/04/30. 9pp. 53860:173-
53860:181.

S. Reportable occurrences, LERs & related correspondence

9004230536 PNO-11-90-018:on 900411 .fossil unit generator fire/explosion occurred at
plantCaused by fault in hydrogen seal sys.Fire extinguished w/site firefighting bri-
gades.
CRLENJAK.R. Region 2, Ofc of the Director. 90/04/11.1p. 53561:012-53561:012.

9004260370  Special  rept  re breached fire  barriers & other fire  protection  sys
impairments.Fire Protection Impairments 3306 issued for repair of fireproofing im-
paired by removal of conduits.Compensatory measures still underway.
HARRIS.K.N. Florida Power & Light Co. 90/04/17. Document Control Branch (Docu-
ment Control Desk). 3pp. 53628:193-53628:195.

9005160071 LER 90-003-02:on 900409,reactor protection sys actuation occurred due to
failure of reactor coolant pump underfrequency relay power supply capacitor.Caused
by open supplv breakers. Relay replaced.W/900508 Itr.

PCWVcLLD.R..' HARRIS.K.N. Florida Power & Light Co. 90/05/08. 5pp. 53864:001-
53864:005.

9005230166 Special reptfire barriers & other fire protection sys inoperable for greater
than 7 days,thus,v5olating Tech Spec 3.14.5.b.Plant continues to implement compen-
satory measures as applicable.

HARRIS.K.N. Florida Power & Light Co. 90/05/18. Document Control Branch (Docu-
ment Control Desk). 3pp. 53907:105-53907:107.

V. Operator Examinations

9005150087 Requests M Wagner take generic fundamentals exam section of operator
licensing exam to be administered on 900606.

HARRIS.K.N. Florida Power & Light Co. 90/05/08. Document Control Branch (Docu-
ment Control Desk). 1p. 53851:046-53851:046.

9005220241 Forwards Requalification Exam Rept 50-250/OL-90-02 for Units 1 & 2
during wks of 900326 & 0402.

PEEBLES.T.A. Region 2, Ofc of the Director. 90/05/11. GOLDBERG.J.H. Florida
Power & Light Co. 2pp. 53894:081-53894:186.

-9005220246 Exam Rept 50-250/OL-90-02 for Units 3 & 4 administered during wks of
900326 & 0402.Exam results:all four reactor operators passed & 10 of 12 senior reac-
tor operators passed exam.

ERNSTES.M.E., CASTO.C.A. Region 2, Ofc of the Director. 90/05/09. 104pp.
53894:083-53894:186.

DOCKET 50-252 UNIV. OF NEW MEXICO RESEARCH REACTOR

F. Security, medical, emergency & fire protection plans

9003280479 Advises that 891025 rev to reactor emergency plan consistent w/provi-
sions of 10CFR50,App E & acceptable.

MICHAELS.T.S. Non-Power Reactors, Decommissioning & Environmental Proj.
Dir.(891001-900602). 90/03/21. BUSCH.R.D. New Mexico, Univ. of, Albuquerque, NM.
2pp. 53874:347-53874:348.

DOCKET 50-254 QUAD-CITJES STATION, UNIT 1

F. Security, medical, emergency & fire protection plans

9005220261 Responds to NRC 891124 Itr re violations noted in Insp Repts 50-254/89-
23 & 50-265/89-23.Corrective actions:compressed gas cylinder bottles secured w/
chain & fire marshal! will increase tours of plant re transient combustible matl.
KOVACHJJ. Commonwealth Edison Co. 89/12/21. DAVIS.A.B. Region 3, Ofc of the
Director. 5pp. 53905:315-53905:319.

9004300032 Forwards Initial SALP 8 Repts 50-254/89-01 & 50-265/89-01 for Oct 1988
- Nov 1989.Conduct of nuclear activities in connection w/plant satisfactory.Overall im-
provement in performance noted,Problems w/procedural adequacy noted.
DAVIS.A.B. Region 3, Ofc of the Director. 90/02/02. REED.C. Commonwealth Edison
Co. 3pp. 53664:308-53664:347.

-9004300050 Initial SALP Repts 50-254/89-01 & 50-265/89-01 for Oct 1988 - Nov
1989.

*  Region 3, Ofc of the Director. 90/02/02. 37pp. 53664:311-53664:347.

9004230606 Revised EPIPs.including Rev 9 to ED-3, "Demand Polling of Meteorological
Data" & Rev 3 to ED-31, "Release Rate Determination Via Steam Generator Reliefs."

*  Commonwealth Edison Co. 90/03/17. 43pp. 53581:272-53581:314.

9004260289 Revised procedures.including Rev 2 to QEP 100-S2,Rev 3 to QEP 110-S1
&Rev2toQEP150-S5.

* Commonwealth Edison Co. 90/04/10. 19pp. 53627:224-53627:242.

9005010165 Rev 4 to EPIP QEP 730-T4, "Support Agency List."
BUCKNELL.D.C. Commonwealth Edison Co. 90/04/17. 9pp. 53662:335-53662:343.

9005010251 Advises that pec 1989 Rev 7D to plant emergency plan acceptable.Rev
included summary descriptions of station upgraded seismic monitoring equipment &
upgraded provisions for offsite reassembly area for nonessential personnel.
GREGER.LR. Region 3, Ofc of the Director. 90/04/17. REED.C. Commonwealth
Edison Co. 1p. 53620:006-53620:006,

9005020313 Forwards, "Final Exercise Assessment Joint State & Local Radiological
Emergency Response Exercise for Quad-Cities Nuclear Power Station Comm Ed." Util
program considered adequate.

KWlATKOWSKI.p. Federal Emergency Management Agency. 90/04/20. CONGEL.FJ.
Division of Radiation Protection & Emergency Preparednes

53673:093-53673:174.

ergency Preparedness (Post 870411). 2pp.

-9005020314 "Final Exercise Assessment Joint State & Local Radiological Emergency
Response Exercise for Quad-Cities Nuclear Power Station Comm Ed."

*  Federal Emergency Management Agency. 88/08/31. 79pp. 53673:096-53673:174.

9005230307 Rev 8 to QGA 500-8, "Injection of Boron Using RWCU Sys."

* Commonwealth Edison Co. 90/04/30. 9pp. 53922:310-53922:318.

9005140131 Responds to NRC 900404 Itr re violations noted in Insp Repts 50-254/90-
02 & 50-265/90-02.Corrective actions:continuous fire watch initiated & training con-
ducted on procedure rev.

KOVACH.TJ. Commonwealth Edison Co. 90/05/02, DAVIS.A.B. Region 3, Ofc of the
Director. 4pp. 53821:100-53821:103.

9005160209 Forwards FEMA final rept re performances of state & county emergency
resppnders during 1988 emergency preparedness exercise at plantFacility offsite radi-
ological emergency preparedness considered adequate.

GREGER.LR. Region 3, Ofc of the Director. 90/05/09. REED.C. Commonwealth
Edison Co. 2pp. 53852:055-53852:137.

9005220106 Forwards proposed changes to 880721 SER re App R Section III.G exemp-
tion for Fire Zones 1.1.1.1S & 1.1.1.2,southern & northern torus level in Unit 1 reactor
bldg column & Unit 1 reactor bldg Elevations 623 ft & 647 ft.

STOLS.R. Commonwealth Edison Co. 90/05/10. MURLEY.T.E. Office of Nuclear Re-
actor Regulation, Director (Post 870411). 15pp. 53879:288-53879:302.

9005230168 Forwards Safety Insp Repts 50-254/90-06 & 50-265/90-06 on 900318-
0428 & notice of violation.

SHAFER.W.D. Region 3, Ofc of the Director. 90/05/15. REED.C. Commonwealth
Edison Co. 2pp. 53918:319-53918:337.

-9005230172 Insp Repts 50-254/90-06 & 50-265/90-06 on 900318-0428. Violations
noted.Major areas inspectediplant operations,ESF sys,radiological controls.maint &
surveillance.emergency preparedness.security & engineering/technical support.
HINDS.J.M. Region 3, Ofc of the Director. 90/05/15.16pp. 53918:322-53918:337.

G. Adjudicatory correspondence

9005150037 Request for hearing of RL Dickherber.* Encl Dickherber request,filed in re-
sponse to order modifying license directed to util & orders to show cause & suspend-
ing license directed to Dickherber.referred for appropriate action.
CHILK,SJ. Office of the Secretary of the Commission. #290 10315. 90/04/28.
COTTER.B.P. Atomic Safety and Licensing Board Panel. 1p. 53740:308-53740:347.

-9005150042 Forwards answer of RL Dickherber.Proof of Svc & svc list also encl.
LEFSTEIN.S.R. Dickherber, R.L LEFSTEIN.S.R. Katz, McAndrews, Balch, Lefstein &
Fieweger (formerly Katz. McAndrews, Durkee, B. 90/04/13. LIEBERMAN.J. Ofc of En-
forcement (Post 870413). 4pp. 53740:309-53740:312.

-9005150069 Answer of RL Dickherber.* Actions on subj occasion inconsistent w/
entire work history & nothing similar will occur again.Hearing requested if adequate
cause for not revoking license not shown by presentation.

DICKHERBER.R.L Dickherber, R.L. DICKHERBER.R.L Katz, McAndrews, Balch, Lef-
stein & Fieweger (formerly Katz, McAndrews, Durkee, B. 90/04/13. 40pp. 53740:313-
53740:342.

-9005150078 Requests extension of time to file answer to 900223 orders & extension
of time in which to make decision to request hearing until 90041 S.Basis for request
stated. Excerpt of FR notice encl.

DICKHERBER.R.L Dickherber, R.L DICKHERBER.R.L. Katz, McAndrews, Balch, Lef-
stein & Fieweger (formerly Katz, McAndrews, Durkee, B, 90/03/15. LIEBERMAN.J.
Ofc of Enforcement (Post 870413). 5pp. 53740:343-53740:347.

9005150169 Establishment of ASLB.* ASLB established per RL Dickerson request for
hearing on 900223 order modifying license re limited fuel handling by foreman.W/Cer-
tificate of Svc.Served on 900503-Reserved on 900504.

COTTER.B.P. Atomic Safety and Licensing Board Panel. #290 10314. 90/04/30. 4pp.
53740:357-53740:360.

9005150114 Proceeding designation & svc of documents.* Informs that proceeding des-
ignation or suffix added to docket number designation for RL Dickherber & Comm Ed
proceedings.W/ Certificate of Svc.Served on 900504.

JULIAN.E.L Docketing & Services Branch. #290 10332. 90/05/04. Atomic Safety and
Licensing Board Panel 3pp. 53741:122-53741:124.nfo Notice 90-032, "Surface Crack & Subsurface Indications in Weld
